> Certification Course 


Here are the links for your 10in1 Certification Course 
After completing the course mail us with your name for the certificate. 
Thank you! 


Note: You'll only get two course completion certificates. The certificates won't be Affiliated Certificates. 


PYTHON 
https://drive.google.com/drive/folders/1bWvY-i0D3u6E60nKyTk52Mlc37BSZiNI?usp=sharing 


JAVA 
https://mega.nz/folder/MZdTEITb#sWMjpoe2v61A8drRqoMIXg 


Ethical Hacking 
https://mega.nz/folder/oIMT VAiJ#IOIZRBizobAWDbcHJKveeQ 


HTML&CSS 
Part1 : https://drive.google.com/drive/folders/14sY O0fyHVQoPd208AN-5WCg54P4TMZu4?usp=sharing 
Part2 : https://drive.google.com/drive/folders/1uCM1 7liUiWGxfbA2TJYvilTu07TqNAsH?usp=sharing 


Nodejs 
Part1 : https://drive.google.com/drive/folders/1 VOVSHN2VqieaoQ2JSAumvYcLORJtLg4P?usp=sharing 
Part2 : https://drive.google.com/drive/folders/17P3RInqK8wGtkKt6wud5yT4vzkSRJNOC6w?usp=sharing 


C Programming 
https://drive.google.com/drive/folders/1ANimD-eBd-5btHJQ_J3_E10tdp0iUoy_?usp=sharing 


C++ Programming 
https://drive.google.com/drive/folders/1zc8qvIDptkRjws73uGOvxXYgeptNOMPUJ?usp=sharing 


Javascript: 
Part1 : https://drive.google.com/drive/folders/1 yEys9oWZf2003VRnQO4Dkwr7Ahdy-1dX?usp=sharing 
Part2 : https://drive.google.com/drive/folders/1SyViwHw9Ye_P_F1XtLE_EKvlhAbxKpO2?usp=sharing 


Bootstrap 
https://drive.google.com/drive/folders/1OT355mre4Iinm7/Lrek9s4esxXyf2FzauRC ?usp=sharing 


Angular 
Part1 : https://drive.google.com/drive/folders/1U8zlhgYN42GQXVwyY 5iEi8vDePolpTOsU?usp=sharing 
Part2 : https://drive.google.com/drive/folders/1hPwR1cZotVF58PikBODQY7Pnpjl-Q039?usp=sharing 


Data Science & Machine Learning 
https://drive.google.com/drive/folders/1T4q30F YLFMPXreakZWy6rcegpDLSDDyF ?usp=sharing 


REACT 

Part1 : https://drive.google.com/drive/folders/18adGStj_x9Wr6ZHHkn_6ONwKdOTyMWeQ?usp=sharing 
Part2 : https://drive.google.com/drive/folders/1HFi2AzjHeBC_DkyzEoi1I5vVwRpr5lIOE?usp=sharing 
Part3 : https://drive.google.com/drive/folders/18eRjsbCp-BmlOCv_sZvFSLFAjvbppE2S?usp=sharing 


ACADEMY 


